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Typical Spectral Power 
Distributions (SPD) for LED 
based ISS Solid State 
Luminaire. There are three 
modes General (neutral), 
Pre-sleep (warm) and 
Phase Shift (Cool). 
Maximum and minimum 
denote dimmer settings. 


SPD Maximum 



380 430 480 330 380 630 680 730 780 

Wavelength nm 


General [Neutral) 
Pre-sleep (Warm) 
Phase Shift [Cool) 


SPD Minimum 



380 430 480 330 380 630 680 730 780 

Wavelength (nm) 


General (Neutral) 
Pre-sleep (Warm) 
Phase Shift (Cool) 


